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F_\ClLITi' LOC.VTIONS (Sites) - See iittached Listijig 


REPORT OF ANIMAlJiliSEr) HVOR UNDER CONTROL OF RESEARCH FACII.nVfAtMch idd.(wiful sheets ifneccssair .«u»e APHIS E.«n7i)lVV) 

A. 

Ammak Onreted 

By The .\nimal 1 

Wel^re Regubbons 

B. Number uf 

Linunals being 
bred CimditiMncJ 
nr held fur use m 
teaching, testing 
e\penmetinl 
ft^arch, 1 If 
surges but mil 
used ft»r such 
pu^iises. 

C. Number of 
animals uprm 

1 ^ hich teaching, 
rescoiidg 
eNprranenis, or 
ft,Tifs svere 
conducted 
mviih'ing no 
pom, distress, 
c ir use of p;un- 
relie^ing Jrugi^ 

D. Number of animals upon 
which expehments, tcachin|^ 
rotcarch, Kurgery. or tcutt were 
conducted mYolniig 
accomp^ytng pain or distress 
to the animab and for which 
appropnate anesthebc, 
areolgesic, teanquilizing 
dnig^ were used 

E. Number of animsib upon ssTiich teaclimg, 
expefiinents, research, sufgLr\^ of tests i.vere 
conducted tnvr iji ing iccompan>‘aig pom tit 
dtstre7% to the arumaJs and for w'hich the use 
of appropnate anesthetic, analgesic, cir 
fnuiqitilii!ing dnig;« w oulJ hin\' aJv'erscly 
affected the procedures, results, or 
inierpretatH m of the teachmj^ research, 
rxpenments. surged)', or tests. (An 
explanation of the pnHreJures producing p;un 
or distress in tliest animals and tlie reasons 
such dtugji Were not used must be attached tei 
rh» report.) 
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4. Dtigt 


19 

45 

24 

86 

5 (btji 






6. Crumea Pigs 


10 

4 

0 

14 

7. Ilarfisttis 


19 

0 

0 

19 

R Rabbits 


6 

24 

0 

30 

9. Niindtumin Pnm»itts 


. 317(19)* . 

125 

' 0 

461 

h>. Shetp 






II Pigs 


6 

24 

0 

30 

*2. ( tther f arm .\nimsih 
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Ferrets 


11 

72 

0 

83 

Cotton Rats 


40 

99 

280 

419 







ASSl’RVNf T STATEMENTS 


1) PtofessiomDf accepted standards covering the care, restramc and use of am^thcQc, aimEgcsu, and tranqudtarng dmg^ poor to, duimf^ and following actual reseaich, tieadnrif^ lestir^ 
3^u^gCTy, or txptTwncnution wm- followed by this fcscarch ftcility. 

5 Each pnncipal investigator has conjsidefed iltemativeH to painful protedurcs. 

3) llus facility is adhering to the standards and regulatims under the Act, and it has required that exceptions to the standards and regulatkms be speciEed and explained by the 
principal inveshgoitor and leported to the Insbtutiomi Amma] core and Use (lommiTiec (1ACUQ. A summary of oE such e^cepoons u attached to this annual report. In additiem 
to idenofynig the I A(^Uf ^oppiovc cxcqiCtons, this summan’ includes brief cxpianations of the exeepoons, os weE os the spcocs and number of animals affected 

4) The attending vetenmnan for this research facility has appropriate authority to tTisure the pfovision of adequate mennary care and to lA^cisec the adequac)^ of other Oiipccts of 
arorml tare and use. 
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Reference: Registration U 64-R-OOOl 

Attachment to Annual Report of Research Facility (APHIS Form 7023) 

Explanation for animals classified under Item E of Amended APHIS Form 7023: 

There were 280 Cotton rats noted in the “pain and distress without treatment” category because 
they were administered an infectious disease agent that caused pain or distress, interfered with 
normal functions, or caused acute progression to death. All of these animals were involved in 
infectious challenge studies and were used to establish the pathophysiology associated with 
adenoviral and coronaviral virulence. A reliable indicator of impending death or severe 
morbidity has now been established for these respiratory vectors and subsequent studies provide 
early endpoints and appropriate clinical intervention. While every effort is made to humanely 
euthanize animals that reach irreversible morbidity, the rapid progression of the disease combined 
with the non-specific nature of the developing clinical symptoms often precluded such 
interventions during the documentation of pathologic changes. 

There were 24 dogs involved in a single oral toxicity study that would not allow clinical 
intervention until mild to moderate toxic clinical signs were elicited. These animals were not 
allowed to progress beyond moderate morbidity before they were removed from study through 
euthanasia. Clinical intervention to alleviate distress would have significantly impacted the 
pathology findings associated with the test articles. 

The animals noted in this Justification were observed for development of adverse clinical signs 
daily. They were under the care of a veterinarian during the entire testing period. 


{b)(6),{b)(7)(c) 


P. O. Box 5305 • Birmingliam. AL 3i25S-530S • 205/581-2000 - FAX 205/581-2726 
2000 Ninth Avenue South, 35205 


